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UNCLASSIFIED 


DATE: June 9/ 1983 

STA TjOTE TO: 


SUBJECT: OD terminals 


Following is a list of terminals in and around the DDA Office Directors. 
There are also some future installation plans that uie've included. 



Director 

Desk 

Status 



Location 


STAT 

D/OC 

No 

Nang in 

the future 

2A03 [ 




D/ODP 

Yes 




2D00 

Hq 

,1 


D/OF 

No 

One in 1213 Key 


1212 

Key C/R 


D/OIS 

No 

One in front office 

1206 

Ames 

STAT 

D/OL 

Yes 




2C02 



D/OMS 

No 

Wang in 

1H4HA1 


1D40A1 Has 


STAT 

D/OS 

No 

Wang in 



4E60 

Hq 



D/OTE 

No 




1026 

CofC 



DDA 

No 








ADDA 

No 








EO/DDA 

No 
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